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CLÍNICA DE OLHOS ALIANCA 


ENDED TRADEMARK - INPI (Brazil) 


210 Serial number 


904049744 

551 Kind of mark 

Individual 

550 Type of mark 
Combined 

511 Nice classification - NCL 
44 


540 Reproduction of the mark 


CLÍNICA DE OLHOS ALIANÇA 


WIPO 


220 Application date 
September 13, 2011 

450 Publication date 
November 1, 2011 

141 Termination date 
February 6, 2020 


541 Reproduction of the mark where the mark is represented in standard characters 


CLÍNICA DE OLHOS ALIANÇA 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


Name 

CLINICA DE OLHOS ALIANÇA LTDA 
Country 

Brazil 


CLASSIFICATION 


44 


Name 

HÉBER FERNANDES DOURADO 
Country 

Brazil 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


médicas (clínicas -) + médicas (clínicas -)[ informa;;o ] * clínicas médicas * clínicas médicas[ informa;;o ] 


26.01.01 

Circles 
26.01.04 

Two circles, two ellipses, one inside the other 
27.01.01 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 


Letters or numerals forming geometrical figures, written or typographical matter in perspective 


27.05.19 
Letters overlapping 


TP OFFICF - INPI (Rrazil) 
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740 NAME AND ADDRESS OF THE REPRESENTATIVE 


= WIPO 
L— 


WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


A m ee mami " 


INSTITUTO 

Y NACIONAL DA 

A PROPRIEDADE 
INDUSTRIAL 


Official status 
Rejected 

Status date 
February 6, 2020 

Country of filing 
Brazil 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 
pt 
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